STANDARD/GUIDELINE/ADDENDUM ANALYSIS SHEET 


RECOMMENDATION TO BOARD OF DIRECTORS FOR APPROVAL TO PUBLISH PROPOSED 

STANDARD/CUIDELINE/ADDENDUM 


1. STANDARD NUMBER & TITLE: BSR/ASHRAE Standard 117-1992R 

Method of Testing Closed Refrigerators 

2. CHAIR: James Gaines 

3. COGNIZANT TC: 10.7 - Commercial Food and Beverage Cooling Display and 

Storage 

4. PUBLIC REVIEW DATES: August 8, 1999 - October 4, 1 999 

5. COMMENTS RECEIVED: 33 comments from 7 commenters 

6. UNRESOLVED COMMENTS: 1 unresolved comment from 1 commenter 

7. PC APPROVAL VOTE: 10-1 -0-0 

8. STDC APPROVAL VOTE: TO BE VOTED IN ATLANTIC CITY 

9. PURPOSE 

1 PURPOSE. This standard prescribes a uniform method of testing closed refrigerators for rating so that 
comparative evaluations can be made of energy consumption, product temperature perfonnance, 
refrigeration load, the suction pressures required, and other performance factors. 

2 SCOPE 

2.1 This standard applies to: 

(a) closed refrigerators for holding or displaying food for which refrigeration is either required or 
desired, 

(b) both low temperature and medium temperature closed refrigerators, and 

(c) both remote and self-contained refrigerators. 

2.2 Other than the test-room ambient conditions, this standard does not establish values for performance 
conditions or levels. Standard product temperature levels and other specific test conditions may be found 
in related industry standards dealing with closed refrigerator performance ratings. 
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